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REF CORONA MISSION 1007 
(S) DNRO HAS APPROVED RECOMMENDATIONS OF DRELL COMMITTEE THAT 
CERTAIN FLIGHT AND LABORATORY EXPERIMENTS BE CONDUCTED IN THE 
CORONA SYSTEM TO ISOLATE PROBABLE CAUSES OF PERFORMANCE SPREAD. 
PARA IN THIS CONNECTION ON MISSION 1007 ONE INSTRUMENT SHOULD 
CARRY WR 25 FILTER, THE OTHER A WR 21 FILTER WITH APPROPRIATE 
EXPOSURE ADJUSTMENTS BEING MADE. 
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